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DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203030003 informs that licensee submittal.nuclear power radiological emergency
plan.rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to
10CFR50.

CLINE.W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au-
thority. 5pp. 60753:005-60753:009.

9203120092 Rev 8 to EPIP-2, "Notification of Unusual Event." W/920302 Itr.
CORNELIUS.T.W.,   ZERINGUE.OJ.  Tennessee  Valley  Authority.   92/03/02.   4pp.
60918:173-60918:177.

9203090253 Forwards Rev 28 to physical security/contingency plan.Rev withheld (ref
10CFR73.21).

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/06. Document Control Branch
(Document Control Desk). 2pp. 60852:274-60852:275.

9203180276 Revised EPIPs.including Rev 9 to EPIP-10, "Medical Emergency Proce-
dure" & revised EPIPs lndex.W/920310 Itr.
BARON,R.R. Tennessee Valley Authority. 92/03/10. 20pp. 60992:328-60992:347.

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion
into plan.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp.
61207:247-61207:250.

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data
sys (ERDS) implementation plan provides basis for acceptable implementation of
ERDS at plant.                                                     '

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603,). 92/03/26. BURZYNSKI.MJ. Tennessee Valley Authority. 4pp. 61194:128-
61194:132.

H. General correspondence

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts &
methods used to evaluate & determine which plants require closer monitoring. List of
plants presently in one of three categories from NRC senior mgt meeting encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
17;LEWIS,M.I. Lewis, M. 7pp. 61085:286-61085:292.

J. Insurance & indemnity information

9203090011 Notifies of onsite property damage insurance coverage at plants per
10CFR50.54 (w).

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/03. Document Control Branch
(Document Control Desk). 3pp. 61164:153-61164:155.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co, of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020243 Requests waiver of compliance from TS 3.5.B.9 requirements for RHR sys
(LPCI & containment cooling).TS do not expicitly identify manual realignment of RHR
sys from shutdown cooling to LPCI mode as acceptable during cold shutdown.
ZERINGUE.OJ. Tennessee Valley Authority. 92/02/25. Document Control Branch
(Document Control Desk). 3pp. 60783:129-60783:131.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk), 9pp. 60867:001-60867:009.

9203060253 Responds to NRC request for addl info re MVAC seismic design criteria
raised during 920123 meeting.Testing demonstrated that percent darning for compan-
ion angle 4 pocket lock duct is approx 7% & 9%,respectively.
ZERINGUE.OJ. Tennessee Valley Authority. 92/03/02, Document Control Branch
(Document Control Desk). 7pp. 60860:088-60860:094.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per lOCFRSO.app B.
GIBSON.A.R Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121-60935:126.

9203110276 Requests addl info to support NRC station blackout evaluation of
facility.Detailed list of questions & concerns encl.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/05. KINGSLEY.O.D. Tennessee Valley Authority. 5pp. 60875:318^60875:322.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130265   Provides   addl   info   re   corrective   action   plan   for   cable   installation
issues.including cable separations. Confirmatory walkdowns will be performed.
ZERINGUE.O.J. Tennessee Valley Authority. 92/03/06. Document Control Branch
(Document Control Desk). 12pp. 60933:085-60933:096.

9203170143 Advises that util 890622 proposal to exclude specified valves from plant
inservice testing program acceptable.per 911204 Itr & 920207 & 11 conference calls.
ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. Tennessee Valley Authority. 3pp. 60963:306-60963:308.

9203170376 Summary of 920310 meeting w/util in Rockville.MD re status of unit 2 oper-
ations & progress of unit 3 schedule.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
5pp. 60963:347-60963:351.

9203190247 Forwards notice of withdrawal of 920304 amend request to change plant
TS to permit unit operation at reduced power w/recirculation loop in svc.
ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/12. Tennessee Valley Authority. 4pp. 60971:183-60971:188.

-9203190256 Notice of withdrawal of amend request to facility operating licenses DPR-
33.DPR-52 & DPR-68.Amend would have revised TS to permit unit operation at re-
duced power w/only single recirculation loop in svc.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/12. 2pp. 60971:186-60971:188.

9203260195 Advises that technical justification provided by util is not adequate to justify
acceptance of ductility ratios as part of long term structural steel design criteria.
HEBDON.FJ.   Project   Directorate   II-4   (formerly  TVA   Project   Directorate)   (Post
900603). 92/03/19. Tennessee Valley Authority. 9pp. 61093:079-61093:087,

9203260272 Forwards SE accepting util 910506 program to resolve conduit & conduit
support issues at plant.pending proper implementation.

WILLIAMSJ.F. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/20. Tennessee Valley Authority. 2pp. 61115:094-61115:100.

-9203260278 Safety evaluation accepting util program to resolve conduit & conduit sup-
port issues.pending proper implementation.

*   Office of Nuclear Reactor Regulation. Director (Post 870411).  92/03/20. 5pp.
61115:096-61115:100.

9203300369 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing
TS to implement NRC recommended alternatives for radiological effluent TS.per Ge-
neric Ltr 89-01.

ZERINGUE.OJ. Tennessee Valley Authority. 92/03/25. Document Control Branch
(Document Control Desk). 3pp. 61254:064-61254:313.

-9203300375 Proposed TS changes to implement NRC recommended alternatives for
Radiological Effluent TS.

* Tennessee Valley Authority. 92/03/25. 133pp. 61254:067-61254:199.

-9203310130 Rev 0 to "ODCM."

* Tennessee Valley Authority. 92/03/25. 208pp. 61254:200-61254:313.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203100051 Ack receipt of 920207 Itr informing NRC of steps taken to correct violations
& deviations noted in insp repts 50-259/91-41,50-260/91-41 & 50-296/91-41 on
920109.Response meets NRC requirements.

WILSON.B.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 60843:230-60843:232.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011,sp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations
